


How G-E Capacitors Released 1200 Kva for Industrial Production 
Cost of capacitors, $9,000; value of capacity, $60,000 


Y IMPROVING power-factor with G-E Pyranol* 
capacitors, a Massachusetts utility gained 1200 kva 
of capacity from existing equipment. The capacitors cost 
about $9,000. The substation, transmission, and distri- 


bution facilities released represent an 
$60,000. 


investment of 


A small expenditure for capacitors—it cost this Massa- 
chusetts company only about $7.50 per kva—may forestall 
for you the purchase of expensive equipment. For each kva 


*Reg. Trade Mark. 
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of capacitors installed, from 0.3 to 0.6 kva of system capac- 
ity is freed. 


If you need more capacity in a hurry, investigate G-E 
Pyranol capacitors—installation is simple and quick. It’s 


merely a matter of banking standard 15-kva units at the 
desired location. 


Call your G-E representative now. He’ll be glad to tell you 
if Pyranol capacitors can provide the most profitable 
solution of your expansion problems. Ask for Catalog 
GEA-3333. General Electric, Schenectady, N. Y. 
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Pooling and Allocation 
Organized in Southeast 


Forty public and privately owned utility systems in 13 states combine 
to supply power to drought-stricken area — Restrictions 
affecting all customers scheduled for Nov. 10 


OPM’S first program for pooling and 
allocating electrical energy to insure un- 
interrupted flow of power for vital war 
production was initiated throughout the 
Southeast this week. 

First steps were a blackout of all dis- 
play, sign, decorative and flood lighting 
in all or parts of seven states and pool- 
ing of the output of 40 public and pri- 
vate utility systems in thirteen states 
so as to permit government-directed dis- 
patching of the maximum of power that 
transmission lines will carry into the 
drought-stricken area. 

Next step, scheduled for November 
10, unless heavy rains intervene, will be 
curtailment of consumption by indus- 
trial and commercial consumers using 
more than 10,000 kw.-hr. monthly. Cur- 
tailment will be 30 percent in Georgia, 
Alabama, Tennessee, eastern Missis- 
sippi, northwestern’ Blorida and south- 
eastern South Carolina (including 
Charleston), and 5 percent in the rest 
of the Carolinas. 

Atlanta Headquarters 

The program is being administered 
from a special Atlanta office of OPM 
with Power Coordinator J. A. Krug 
personally in charge. While all steps in 
the rationing program are mandatory 
under an order from Priorities Director 
Nelson, Krug is proceeding with a maxi- 
mum of direct relations between utili- 
ties and consumers for cooperative 
working out of the required provisions. 

Accompanying the specific curtail- 
ment operation is a growing campaign, 
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again kept on a local level, but not yet 
in full swing, for voluntary restriction 
of use by all consumers, including resi- 
dential. 

The power pool, an enlargement and 
refinement of the voluntary pool which 
Federal Power Commission has been 
building since the crisis last spring, is 
scheduled to bring 36,400,000 kw.-hr. 
weekly into the TVA-C&S-Alcoa area 
beginning next week, an increase of be- 
tween six and eight million kilowatt- 





Ickes Loses 1.7-1 
in San Francisco 


San Francisco voters at the polls this 
week by a 1.7 to one vote rejected for the 
eighth time in fourteen years the proposal 
to acquire a municipal distribution system 
for Hetch Hetchy power, now distributed 
through Pacific Gas & Electric facilities 
under an agency agreement with the city. 

Secretary Harold L. Ickes had put all 
the force of his department behind this 
municipal ownership program and had 
issued an ultimatum to the people of 
San Francisco (“Electrical World,” July 5, 
1941 page 8). 

City officials have announced an im- 
mediate campaign for amendment of the 
Raker Act. Three weeks ago President 
Roosevelt publicly expressed his doubts 
that Congress would amend the Raker Act 
to permit distribution of Hetch Hetchy 
power by a privately owned utility 
company. 
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hours over previous deliveries. Through 
a chain of “borrowing” for local loads 
from system to system, energy gener- 
ated as far away as Indiana is helping 
to increase the surplus available for the 
curtailed area. 

Additional conferences this week with 
utility engineers and _ dispatchers 
stepped up previous deliveries by load- 
ing transmission lines as high as tech- 
nically feasible without tripping lines 
or burning out transformers. On many 
transmission loops, notably Waterville 
to Knoxville and Saluda to Augusta, it 
is planned to step up to a continuous 
load of perhaps 85 percent or more of 
maximum. 


Still Using Storage 

Despite this additional intake, and 
even after the enforced large consumer 
curtailment is in effect, dispatching 
schedules still call for withdrawals from 
dwindling hydro storage reservoirs. To 
meet an average uncurtailed load of 
250.000,000 kw.-hr. weekly in the TVA- 
C&S-Alcoa region, there is about 140.- 
000,000 kw.-hr. of run-of-river and steam 
generation. plus imports. Industrial and 
commercial curtailment is estimated to 
bring the load down by 32,000,000 kw.- 
hr. and the blackout will add an unesti- 
mated amount more, leaving between 
35.000.000 and 40,000,000 kw-hr. still 
required from storage. 

It is only transmission and _ trans- 
former limitations which prevent 
spreading curtailment over a_ larger 
area. Krug. in recommending the pro- 
gram to Nelson, sought the widest area 
possible to minimize the economic ef- 
fect upon both utilities and their con- 
sumers. This is why, also, the percent- 
age curtailment is only 5 percent in 
most of the Carolinas. 

This Southeastern curtailment does 
not involve a capacity shortage for peak 
load, but rather a need for curtailing 
total output and so arranging the re- 
maining consumption that steam and 
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run-of-river generation, plus imports, 
can carry the maximum amount. 

In the first instance, at least, utilities 
are working with customers who face 
restrictions for rescheduling of reduced 
operations, primarily to insure that all 
plants don’t close over week-ends, let- 
ting river water go to waste. The pri- 
orities order, however. gives Krug au- 
thority to schedule both the hour of 
the day and times in the week consum- 
ers may utilize their quotas of energy, if 
load curve valleys 
nounced. 


become too pro- 

Utilities are given a major share of 
both administration and enforcement of 
the order. Utilities have furnished 
Krug’s staff with lists of all consumers 
whose meter reading between Septem- 
ber 15 and October 14 exceeded 10,000 
kw.-hr. Consumers tentatively classified 
as exempt were notified by Krug to 
apply formally on inclosed forms for 
that classification. Utilities worked out 
quotas for non-exempt consumers and 
notified them of these quotas. incident- 
ally being calculated on a weekly basis 
to insure immediate reduction in con- 
sumption. Self-reading of meters by 
consumers weekly is provided, with re- 
ports going to utilities for checking 
against quotas. Utilities are also re- 
quired to make spot-checks of meters. 


Joint Responsibility 


Burden of enforcing both the black- 
out and the curtailment is applied 
equally to utilities and consumers. The 
priority order requires that consumers 
do not use energy for prohibited pur- 
poses nor in excess of quotas, and that 
utilities do not deliver to consumers 
who are violating the edict. Krug’s ad- 
ministrative rules to utilities stipulate 
that first warning of violation be made 
by the companies. If the warning goes 
unheeded, utilities are directed to dis- 
continue service, giving simultaneous 
telegraphic notification to Krug. Dis- 
continuance of service for blackout vio- 
lation is to be made after 24 hours’ 
notice; for violation of curtailment. no 
later than the end of the second week 
of excessive use. In the early stages of 
the blackout, however, utilities were giv- 
ing informal notice to consumers who 
failed to heed in full the order’s terms. 

Financial coincident 
with deliveries of power in compliance 
with the program are, for the present at 
least, being handled between utilities 
themselves. Krug is ready to assist in 
working out any financial tangles, but 
feels there probably will be no need of 
his services. Aluminum Co. of America, 
biggest single user of power in the area, 


arrangements 


is buying energy in excess of contract 
quantities from TVA at cost plus servic- 
ing, including line losses. Most of the 
intermediate transmissions of power be- 
tween generating systems and TVA are 
expected to be on the same basis. 
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Krug’s staff consists of several of the 
men from his Washington office, notably 
Edward Falck and attorney Herbert 
Marks. He has borrowed C. W. Mayott 
from his post as dispatcher for the Con- 
necticut Valley Exchange to supervise 
the pooling operations. Major John C. 
Damon. who supervised power curtail- 
ment program in World War I, has 
been temporarily detached from the 
U. S. Army to direct enforcement activi- 
ties. 

In addition, state regulatory commis- 
sions have assigned five members from 
their technical staffs to assist Krug and 
to advise with him on specific matters 
dealing with their states. They are 
Knowles Davis. chief engineer Georgia 
Commission: C, M. Custer, engineer, 
Arkansas; W. Trigg Miller, economist. 
Tennessee; John T. Mundy, rate engi- 
neer, South Carolina; I. F. McDonnell, 
chief of the Alabama Utilities Bureau. 
and William F. 


oineer 


Graham. principal en- 


also of Alabama. 


Electric Units Decrease 


Statistics compiled by the Pennsy]l- 
vania Public Utility Commission, cov- 
ering a twenty-year period between 
December 31, 1920, to December 31, 
1940, disclosed a great decrease in the 
number of electric utilities in Penn- 
sylvania during that time. There were 
335 electric utilities filing tariffs in 
1920, but by the end of 1940 mergers 
had reduced that number to 58 electric 
companies. 


NEWS BRIEFS 


“Free Lamps” Keynote the home- 
lighting campaign sponsored by West 
Penn Power Co., and now under.way. 
By buying a special carton assortment 
consisting of one 100-watt, two 40 
watt and three 60-watt lamps for 80 
cents the customer obtains an extra 
100-watt lamp at no additional cost. 
Speaking of lamp sales potentials, West 
Penn estimates there are well over 4- 
600,000 empty sockets in the homes of 
its customers. 


Joun O’NeEm, Chicago resident, was 
electrocuted near Burlington. Wis., re- 
cently when he shot the insulator sup- 
porting the “hot” wire of a rural elec- 
tric line and severed the conductor. 
O’Neil was standing in midspan di- 
rectly under the wire when he shot. 
The wire fell on him before he could 
dodge. 

STRESSING FUTURE SERVICING, in the 
November issue of Wisconsin Power & 
Light Co.’s publication, Dealer Doings, 
L. A. Falk, promotional supervisor of 
the Madison company, urged electrical 
dealers to “hold steady” under the 
duress of material shortages, limitations 
regulations and rising costs. He encour- 
aged dealers to develop service depart- 
ments, stock repair parts. “With short- 
age of new merchandise, there is soon 
to be an increase in service business,” 
Mr. Falk opined. 


HALF CENTURIES OF SERVICE—In recognition of their fifty or more years of service 

in the electrical industry, NEMA President E. O. Shreve (in center) presents certificates 

to (left to right) B,. E. Salisbury, chairman of the board of directors of Pass & Seymour. 

Inc., of Syracuse, N. Y.: to W. W. Nichols, assistant to the president of Allis-Chalmers 

Manuafcturing Co.; to Frank G. Vaughen, manager of the meter division of General 

Electric Co., and to Granville E. Palmer, president of Palmer Electric & Manufacturing 
Co., Wakefield, Mass. 
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Defense Program Held 
Challenge to Industry 


NEMA elects Thomas as new president, succeeding Shreve — McGraw 
Award to Phelps — Four members receive certificates from 


association for fifty-year service 


The challenge of the defense program 
to American productive capacity and 
ingenuity and the best methods of 
handling the huge volume of national 
defense business and continuing the 
high level of production of electrical 
equipment for general use were majo 
topics at the annual convention of the 
National Electrical Manufacturers As- 
sociation, held last week in New York 
City. The industry is operating through 
many broad channels of cooperation 
with government, members said, and 
furthermore is helping to spread work 
and materials to accelerate the defense 
program, 


Thomas Elected 


\t the concluding session George C. 
Thomas, Jr., president of Thomas & 
Betts Co., Elizabeth. N. J.. was elected 
president of NEMA, succeeding O. FE. 
Shreve, vice-president of General Flec- 
tric Co. 

“The defense program is an all-time 
challenge to the production capacity 
and ingenuity of the electrical manu- 
facturing companies,” Mr. Thomas de- 
clared. The important role played by 
the electrical manufacturing industry 
is emphasized, he said, by the fact that 


its services are needed to speed up 
production in all other industries and 
in numerous business and distribution 
channels. 

The electrical standard of living and 
working. he concluded, is the corner- 
stone of democracy in practice and of 
democracy in the everyday existence of 
the great majority of our people. 

Five vice-presidents named at the ses- 
sion were as follows: H. E. Blood, 
president Norge Division, Borg Warner 
Corp., Detroit; Ralph Kelly, vice-presi- 
dent Westinghouse Electric & Manu- 
facturing Co.; Max McGraw, president 
McGraw Electric Co., Chicago: F. W. 
Magin, president Square D Co.. Mil- 
waukee; W. E. Sprackling, vice-presi- 
dent Anaconda Wire & Cable Co. 
Leonard Kebler. president Ward Leon- 
ard Electric Co.. Mt. Vernon, was re- 
elected treasurer. 

Mr. Shreve, presiding at the annual 
luncheon Wednesday. declared the 
meeting was particularly impressive to 
him this year “because on every hand 
we are being importuned to produce 
more and more and the world unques- 
tionably is afire.” Referring to the four 
freedoms. Mr. Shreve said: “These 
things are indelibly linked with our 





DWIGHT G. PHELPS, vice-president of Colt’s Patent Fire Arms Manufacturing Co., was 

the recipient of the James H. McGraw Award Manufacturers’ Medal at the annual NEMA 

luncheon held in New York City last week. Left to right are H. P. Liversidge, president 

Philadelphia Electric Co. and member of the committee of awards, who made the 

presentation; E. O. Shreve, retiring president of NEMA: Mr. Phelps and James H. 
McGraw, donor of the award 
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lives, and I am satisfied, as 1 know 
each one of you must be satisfied, that; 
with our nation working together, we 
are not going to see these things that 
we hold so dear taken away from us.” 

Mrs. Thomas Alva Edison, a guest, 
was introduced and later on the gather- 
ing rose, at Mr. Shreve’s suggestion, in 
a silent tribute to the memory of Earl 
Whitehorne. 


McGraw Award to Phelps 


At the luncheon the James H. Mce- 
Graw Award Manufacturers Medal 
and purse were presented to Dwight 
G. Phelps, vice-president of Colt’s Pat- 
ent Fire Manufacturing Co., 
Hartford. Conn., “in recognition of his 
distinguished contribution to the ad- 
vancement of the manufacturing branch 
of the electrical industry in the sur- 


Arms 


veying of wage experience within the 
industry to establish a sound basis for 
company policy and for minimum wage 
control under the Walsh-Healy law.” 

Certificates were awarded by the as- 
sociation to four men in recognition of 
their fifty or more years of service in 
the electrical industry. Recipients were 
B. E. Salisbury, chairman of the board 
of directors of Pass & Seymour, Syra- 
cuse, N. Y.; W. W. Nichols, assistant 
to the president, Allis-Chalmers Manu- 
facturing Co., Frank G. Vaughen, man- 
ager of meter division, General Electric 
Co., and Granville E. Palmer, president 
of Palmer Electric & Manufacturing Co. 


Cincinnati Rejects 
M. O. Three to One 


Proponents of municipal ownership 
in Cincinnati were overwhelmingly de- 
feated this week when the people voted 
104.000 to 33.000, or more than three 
to 1, against a proposal to acquire by 
purchase or condemnation the proper- 
ties of Cincinnati Gas & Electric Co. 

Voters were asked to authorize a 
bond issue of $85,000,000 for this pur- 
pose, although it was said it would cost 
$100,000,000 to purchase the company’s 
facilities. 

The City Council had rejected by an 
8 to 1 vote a proposal to place the 
bond issue question on the ballot, but 
Herbert Bigelow of Cincinnati, candi- 
date for a Council post, circulated peti- 
tions securing the number of signatures 
required to place the issue before the 
people. 


Puget Power Loses Case 


United States Circuit Court of Ap- 
peals, in a two to one decision, has 
affirmed the right of Public Utility Dis- 
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trict No. 1 of Whatcom County. Wash., 
to condemn and acquire certain proper- 
ties of Puget Sound Power & Light Co. 
The court set $5,000,000 as adequate 
compensation to the private utility for 
loss of its property to the public-owned 
utility district. 


Mead Warns Buffalo of 
Future Power Shortage 


If the national emergency continues 
for another year, Senator James A. 
Mead of Buffalo predicted, difficulties 
would arise in supplying enough elec- 
tric power for defense industries and 
civilian needs, 

A million-dollar weir designed to as- 
sure an even flow of water over both the 
American and Canadian falls at Niagara 
should be built at once, the 
declared. 

Electrical plants in western New York 
such as the Jamestown municipal plant 
should be expanded, he said, steam 
plant construction should be stepped up 
by use of government funds and a 
broad program developed for conserva- 
tion of power. 


Senator 


Kansas City Merges 
Two Sales Divisions 


Kansas City Power & Light Co. has 
recently merged its two sales divisions. 
erasing the former division between the 
major appliance salesmen and the smal] 
appliance salesmen. 
is known as the 
department. 

Government 


The new division 
combined line sales 
restrictions on credit 
buying and expected difficulties in ob- 
taining certain types of appliances as 
well as trouble encountered in obtain- 
ing materials necessary for installation 
of a few major appliances were given 
as some of the reasons for the merger. 

“Although we have combined the 
work of these two divisions, the person- 
nel of the divisions remains un- 
affected,” John Kramer. new head of 
the combined line sales department. 
said. “In fact, one of the main pur- 


two 


poses in arranging the merger was to 
stabilize both the personnel and the in- 
comes of men working in the company’s 
sales department,” he stated. 

To offset the anticipated shortage of 
appliances. formerly sold by men of the 
Combined Lines Sales Department. an 
extensive line of smaller appliances has 
been added to the stock displayed in 
the company’s store. 

The work of the home service depart- 
ment will be continued under the new 
plan and will be adapted to the new 
volume of electric range business. 
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Electric Companies 
Approve Campaign 


A group of electric operating companies 
from coast to coast has approved a na- 
tional advertising campaign to tell about 
the industry’s service to the public in na- 
tional defense, comfort, convenience and 
safety. 


The first advertisement wll app-ar ea !7 
in December. N. W. Ayer & Son, Inc., has 
been appointed to handle the program. 

The campaign will be supported by local 
activities on the part of all the interested 
companies. 


Will 


Add 29 Percent 
to Plant Capacity 


National defense construction will 
add 29 percent to the installed gener- 
ating capacity of the Commonwealth 
& Southern group of utilities. Justin R. 
Whiting. president. told shareholders 
in a recent interim report, which 
showed that defense demands had lifted 
business to record levels. Gross reve- 
nues are currently increasing at more 
than $2.000.000 a month. This is largely 
offset, however. by a rise of $9.485.064 
in federal taxes during the first nine 
months of 1941 over the same period 
of 1940. 

Mr. Whiting detailed how the cor- 
poration was aiding national defense 
through financing of construction pro- 
grams of its subsidiaries. He indicated 
that the spurt in load demands for na- 
tional defense is presenting problems 
of curtailment in the South in the use 
of non-defense energy. adding that the 
southern drought has lifted operating 
costs. 

“All of our operating companies,” 
explained Mr. Whiting. “have carried 
on extensive construction programs this 
year to meet their added needs of elec- 
tricity, gas and transportation. The 
1941 budgets of $47.452.351 are pro- 
gressing according to schedule. 

“So far this year there has been com- 
pleted and placed in operation 210,000 
kw. of additional steam-electric gener- 
ating capacity. of which 70,000 were in 
the north and 140.000 were in the 
south. ... Construction is progressing 
on 460,000 additional kilowatts of 
steam-electric generating capacity to be 
completed during the balance of this 
year and in 1942. 1943 and 1944. These 
kilowatt additions follow: Consumers 
Power, 150.000; Southern Indiana Gas 
& Electric. 20.000; Ohio Edison, 70,000; 
Alabama Power. 100.000; Georgia 
80.000; Gulf Power, 20.000; 
Mississippi Power, 20.000. Upon com- 


Power. 
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pletion of these additions the installed 
generating capacity of Commonwealth 
& Southern group of companies will be 
670,000 kw. greater, or 29 percent more 
than it was as of December 31, 1940. 


Rockford Orders 
20,000-Kw. Unit 


Order for a 20,000-kw. turbo-genera- 
tor and auxiliary equipment to be in- 
stalled in existing structures at the 
Rockford generating station of Central 
Illinois Electric & Gas Co. has recently 
been placed with Allis-Chalmers Manu- 
facturing Co. through the Stone & Web- 
ster Engineering Corp., according to 
Donald C. McClure president of the 
Illinois utility. 

The new unit will be an 0.8-power 
factor, 3,600-r.p.m., 13,800-volt machine 
which will operate on steam at 650 lb. 
pressure, 825 deg. F. total temperature. 
It is expected to be ready for service 
late in 1943, Mr. McClure stated. The 
addition will provide capacity with 
which to meet markedly increasing loads 
incident to the national defense pro- 
gram, in which Rockford industries are 
playing an important part, it was stated. 

No additional boiler capacity is in- 
cluded in the present program, although 
certain changes in existing boiler equip- 
ment are planned to provide proper 
steam pressure and temperature condi- 
tions for the new machine. 

Stone & Webster Engineering Corp. 
has been authorized to do the engineer- 
ing and construction work in connection 
with the project, which is estimated to 
cost $1,350,000. 


Review of PUD Decision 
Refused by High Court 


U. S. Supreme Court recently denied 
a petition for review of a Washington 
State Supreme Court decision permit- 
ting the Lincoln County PUD No. 1 to 
acquire by condemnation certain elec- 
tric power distribution lines in Spokane 
and Grant counties. Washington Water 
Power Co., together with four resident 
taxpayers of the two counties, sought 
the appeal. 

The boundaries of the utility district 
are the same as Lincoln County. The 
power company contended that the dis- 
trict was without power to condemn 
property outside the district except 
where some direct benefit is derived by 
inhabitants of the area. It was success- 
ful in the Lincoln County Superior 
Court, where it obtained an injunction, 
but the state high court set aside the 
decree. 
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50,000-Kw. Unit Ordered 
for Illinois Northern 


Dixon project costing $6,000,000 becomes sixth in expansion program 
of Commonwealth Edison group totaling 435,000 Kw. — 
Scheduled for completion in December, 1943 


A turbo-generator of 50,000 kw. 
capacity is to be installed at the Dixon 
plant of Illinois Northern Utilities Co., 
augmenting the present expansion pro- 
gram of the Commonwealth Edison 
group of companies, Charles Y. Free- 
man, board chairman, announced in 
Chicago last week. 

The new unit, scheduled for comple- 
tion in December, 1943, will cost about 
$6,000,000 and will increase the Dixon 
generating station’s rated capacity to 
68,500 kw., Mr. Freeman stated. No 
information is yet available as to steam 
pressure and temperature for the new 
unit. 

The increase in capacity was decided 
upon as a result of the companies’ con- 
tinuing studies of probable power re- 
quirements arising from defense ac- 
tivities. While it will be used primarily 
to strengthen the western section of the 
territory, where the load has shown 
rapid growth, the 50.000 kw. of added 
capacity will be available to the system 
as a whole. 


Six New Turbo-generators 


With the Dixon project the expansion 
program of the Commonwealth Edison 
group of companies now provides for 
the completion of six new turbo-gen- 
erator installations in the years 1941, 
"42 and *43 having an aggregate rated 
capacity of approximately 435,000 kw. 

Previously announced projects in- 
clude: Northwest station, Chicago, 50.- 
000 kw. to be completed this year; Fisk 
station, Chicago, 150,000 kw. to be com- 
pleted in 1942; Fisk station, Chicago, 
150,000 kw. to be completed in 1943; 
Joliet station, 25,000 kw. to be com- 
pleted in 1941; Stone Avenue station, 
Aurora, 12,500 kw. to be completed 
in 1942, 

Net effective generating capacity of 
the Edison system has already been 
increased this year by 92,000 kw., Mr. 
Freeman pointed out. Three new high- 
pressure boilers recently placed in serv- 
ice at Northwest station, Chicago, ac- 
count for 62,000 kw. of the increase, 
by returning generating equipment to 
use which had been temporarily without 
boiler capacity during construction 
operations in connection with the in- 
stallation of the new 50,000-kw. “top- 
ping” turbine soon to be completed. 
Introduction of washed coal at Crawford 
station, Chicago, accounts for the re- 
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maining 30,000 kw. increase—through 
improved boiler performance. 

The net effective capacity of the 
Edison group of companies is at present 
about 2,075,000 kw., according to Mr. 
Freeman, as compared with a peak load 
last winter of approximately 1,600,000 
kw. 


Baltimore Program 
Includes Three Units 


Work on Consolidated company’s new 
Riverside steam-electric generating sta- 
tion being built in the eastern suburbs 
of Baltimore is progressing according 
to schedule. It is expected that its initial 
unit of 67,000 hp. capacity will be ready 
for service the latter part of 1942. 

Another 67,000-hp. generator with 
appurtenant equipment was recently 
ordered for the new Riverside station 
and is scheduled to be placed in oper- 
ation in the early part of 1944. The gen- 
erating unit was ordered from the Gen- 
eral Electric Co., the boiler from Bab- 
cock & Wilcox, condenser and pumps 
from Worthington Pump Co. The new 
67,000-hp. generating unit at the West- 
port steam-electric station of the Con- 
solidated Gas, Electric Light & Power 
Co. of Baltimore was placed in success- 
ful operation in August. 

In his recent quarterly letter mailed 





to the stockholders of the company 
President Wagner stated: 

“Use of electricity during the first 
eight months of 1941, stimulated by 
the abnormal demands of the national 
defense program, increased 18.2 per- 
cent over the corresponding period of 
the preceding year. The principal fac- 
tor in this growth was the use by in- 
dustries, which increased 20.9 percent. 
Sales to residential customers during 
the period were 8.1 percent and com- 
mercial sales 14.1 percent higher than 
in the same period of 1940. 

“National defense production and re- 
lated activities, in conjunction with 
normal growth in electric load, have 
necessitated large increases in the com- 
pany’s electric generating capacity and 
distribution facilities. The resulting con- 
struction program, which in 1941 con- 
siderably exceeds that of any prior year, 
is an evidence of the company’s efforts 
to cooperate effectively with the federal 
authorities in the existing national 
emergency.” 


Two Generators for 
Indiana P. S. Company 


4 new 50.000-kw. generator for the 
Dresser station and a new 35,000-kw. 
unit for the Edwardsport station, in- 
volving expenditures of $8,425,000, were 
announced this week by Public Service 
Co. of Indiana. 

Another $3,352.000 will be spent to 
construct about 450 miles of high-volt- 
age transmission lines and various sub- 
station facilities will cost $2,696,000. 

The company has filed a petition to 
issue $42,000,000 of 3%, percent first 
mortgage bonds due in 197] and $10.- 
000,000 of serial notes maturing in 
one to nine years. 


TWO-LIGHT STANDARDS—One of the latest street-lighting installations—this one at 

San Rafael, Calif.—uses two-light standards, each one comprising two 6,000-lumen. 

20-amp. lamps in Westinghouse luminaires; mounting height 23 ft.. spacing 118 ft., 
staggered arrangement 
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Power Generating Car 


10,000 KW. ON WHEELS—tThe first of their kind to be built, two 10,000-kw. mobile, 
steam-electric power plants, costing approximately $2,500,000 (exclusive of substations) 
and mounted on railway cars, have been ordered from General Electric by the Navy 


to supply emergency power. 


Oil burning, natural circulation type boiler for each 


unit will furnish 140,000 lb. of steam per hour and turbines are designed for 550 lb. 
steam at 825 deg. F. Forced air cooled generators operating at 3,600 r.p.m. will pro- 


duce 60-cycle, 3-phase power at 13,800 volts. 


A mobile substation on a standard car 


will be used and G.E. engineers estimate that the mobile power plants can be put on 
the line within 24 hours after they are shunted into a siding 


|—Boiler. 

2—Economizer. 
3—Forced-draft fans. 

4—Fuel oil pumps. 
5—Feedwater pumps. 
6—Feedwater booster pumps. 
7—Deaerating water heater. 
8—Control board. 


14—Exciter. 


Commission Without 
Power to Manage 


The Supreme Court of Pennsylvania 
in a recent Bell Telephone case has 
held that the Public Utility Commis- 
sion of Pennsylvania may not exercise 
the powers of management over a com- 
pany as contrasted with regulation. and 
that the grant of such unusual powers 
under Section 702 of the Public Utility 
Law is an illegal and unconstitutional 
delecation of authority. 

The case came before the Supreme 
Court on appeal by the Public Service 
Commission from decisions of lower 
courts enjoining the application of Sec- 
tion 702. This section in effect pro- 
hihited any public utility company from 
effecting or modifying contracts with 
an affiliated interest and from trans- 
ferring money. property 
to or from the affiliate without “first 
securing approval of the transaction 
from the Public Service “Commission. 
Heavy fines and penalties were pro- 
vided for failure to apply for approval 
of transactions. 

The court found that the section was 
not limited to regulation, but went mitch 
further. “Tt is not am attempt to pre- 
scribe what the utility shall do dr not 
do.” said “the court. “but is rather an 
attempt: to. delegate to’ a. commission 
a power to manage thé business of the 
corporatiqn_as fully as the board of 
directors of the utility might do as to 
an important and essential function. 
If this could be done. then the com- 
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9—Auxiliary feedwater tank. 
10—Auxiliary fuel oil tank. 
12—Steam turbine. 
13—Generator. 


15—Generator air coolers. 
1é—Turbine oil tank. 


or securities: 


17—Condenser. 

18—Hotwell pumps. 

19—Air removal apparatus. 
20—Evaporator. 

21|—Auxiliary turbine generator. 
22—Auxiliary transformer. 
23—Main generator switch gear. 


mission would determine the economic 
and fiscal policy of the utility.” 

The principal objection of the court 
was “that the commission is not re- 
strained in any respect by a standard 
or norm.” No standards appear in the 
act for interpreting Sec. 702, said the 
decision, except a general purpose to 
regulate rates and insure adequate 
service without discrimination. 

Notwithstanding any connection 
which might be found between con- 
tracts with affiliates and rates and 
service the court stated that under pro- 
cedures for approval the 
was “in absolute control 
straint in its approval or 
of such contracts.” 


commission 
without re- 
disapproval 


Cambridge to Rush 
System Improvements 


Expanding loads on the system of the 
Cambridge (Mass.) Electric Light Co; 
have led to an active program of im- 
provement to be completed next sum- 
mer. The total outlay is estimated at 
$517,300 net and the work is to be 
financed by the issue of not over $500,- 
000 in notes at 2.5 percent maximum 
rate, after approval of the regulatory 
authorities concerned. The Massachu- 
setts commission has approved this issue 
as desirable and prudent under present 
world and national conditions, instead 
of allocating existing working capital 
to the purpose. 
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The program includes an outlay of 
$273,600 net for 13.-kv. cable (Sim- 
plex) to provide for about 10,000 kva. in 
additional tie line capacity to the Bos- 
ton Edison system. Part of this cable 
is now laid between the Cambridge 
and the Edison systems, which meet at 
the municipal boundary on the Charles 
River, and the balance will be placed 
before long to tie the Blackstone Street 
substation at the Cambridge steam plant 
additionally into the Hampshire Street 
substation. 

Other improvements include a 3,000- 
kva. unit, $15,300 substation, the switch- 
gear of which will be purchased next 
spring; a $15,000 synchronous conden- 
ser of 4,000 kva. rating to be transferred 
to Cambridge from the Cape & Vine- 
yard Electric system (capacitors to he 
used on the latter); further air condi- 
tioning at the Massachusetts Avenue 
office. $15,000; office lighting remova- 
tion at Blackstone Street, $1,900; fire 
and other protective apparatus, $10.- 
000: reactor barriers, $5,500, and othe: 
modernization. 


Sales and Service 
in Arkansas Company 


If. as expected, the Arkansas Mis- 
souri Power Corp. and its dealers have 
difficulty in securing new load-building 
appliances, it may be necessary for the 
company to make over its sales depart- 
ment into a combination sales and 
service department and help its dealers 
to organize efficient service departments 
that will operate profitably, according 
to L. S. Benish, sales manager. 

Sales representatives of the company 
will sell the merchandise that can be 
secured to those customers who have 
the best credit ratings and the sales 
representatives will devote the rest of 
their time to servicing old appliances 
and keeping them in good operating 
condition. Sale of parts and the reve- 
nue from labor will help to offset the 
cost of this activity, it is said. 

The company feels that in order to 
retain the effective electric appliance 
dealer organization which it has helped 
to build up it should work closer than 
ever with the dealers and with their 
organizations. This can be done, it was 
said, by direct sales training and by 
encouraging the dealers to diversify 
their business by handling related elec- 
tric merchandise to secure sufficient 
volume of sales so that they will remain 
economically strong. 

Home lighting, it is expected, will 
assume an even more important role in 
the activities of the company. Sales 
representatives will have more time to 
devote to this promotion, due to the 
impending scarcity of merchandise 
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Four Regional Systems 
to Replace Associated 


Trustees’ report recommends elimination of Associated Gas & Electric 
Corp., creation of four geographic systems, sale of many 
large utility companies, probably to public 


Four new, separate regional utility 
systems will be created, ten large utility 
companies will be sold—probably to the 
public—and the Associated Gas & Elec- 
tric Corporation will pass out of ex- 
istence according to plans in an 80-page 
report filed last week with Judge Vin- 
cent L. Leibell by Willard L. Thorp 
and Denis J. Driscoll, trustees of Asso- 
ciated Gas & Electric Corp. 


Conforms to Order 


There appears to be little doubi that 
the program for sweeping reorganiza- 
tion of the 26-state system built up by 
Howard Hopson conforms quite closely 
to the implications of the 11-B-2 order 
issued by the Securities and Exchange 
Commission against the corporation. At 
the same time, it was said at offices of 
the corporation, the four systems in 
their final form “would have a strong 
engineering and economic basis as well 
as a healthy financial foundation.” 

The four new systems proposed by 
the trustees are as follows: New York- 
Northern Pennsylvania System. This 
would include the New York State 
Electric & Gas Corp., Tracey Develop- 
ment Co., Keuka Lake Power Corp.., 


Bradford Electric Co., Northern Penn- 
sylvania Power Co. and Waverly Elec- 
tric Light & Power Co. 

Eastern Pennsylvania-New Jersey 
System. This would comprise Metro- 
politan Edison Co., Edison Light & 
Power Co., York Steam Heating Co.. 
Glen Rock Electric Light & Power Co. 
and New Jersey Power & Light Co. 

Western Pennsylvania System. This 
would consist of Pennsylvania Electric 
Co., Erie Lighting Co., Keystone Pub- 
lic Service Co., Clarion River Power 
Co., Youghiogheny Hydro-Electric Co.., 
Solar Electric Co., Logan Light, Heat 
& Power Co., Johnstown Fuel Supply 
Co., Penelec Water Co., Pennsylvania 
Edison Co. and Blair Engineering & 
Supply Co. 

Florida-Georgia System. This would 
comprise Florida Power Corp., Florida 
Public Service Co. and Georgia Power 
& Light Co. 

Properties scheduled for sale were 
listed by the trustees as follows: Jersey 
Central Power & Light Co., Kentucky- 
Tennessee Light & Power Co., Manila 
Electric Co., Escudera Electric Service 
Co., Rochester Gas & Electric Corp.., 
South Carolina Gas & Electric Co., Lex- 


ington Water Power Co., Staten Island 
Edison Corp., Tide Water Power Co. 
and Virginia Public Service Co. In ad- 
dition, certain smaller properties within 
the New York-New Jersey-Pennsylvania 
area, which cannot be operated econom- 
ically in connection with the proposed 
four systems, also will be sold. 


FPC Fixes Original Cost 
of Martin Dam Project 


Federal Power Commission has an- 
nounced its order and opinion deter- 
mining $15,209,611 to be the actual 
legitimate original cost as of December 
31, 1927, of Alabama Power Co.’s Mar- 
tin Dam _ hydro-electric development. 
The commission disallowed amounts to- 
taling $2,351,668 as not constituting 
part of the actual legitimate original 
cost of the project. 

The $2,351,668 disallowed by the 
commission is comprised principally of 
(1) a disallowance of $260,471 from a 
total of $654,111 claimed as project 
charges for land and land rights; (2) 
$373,470 resulting from a 3 percent fee 
paid by Alabama Power Co. to its 
affiliate, Dixie Construction Co., pursu- 
ant to cost-plus contracts under which 
Martin Dam was constructed; (3) a 
disallowance of $367,994 from a total 
of $400,387 claimed as general admin- 
istrative expense; (4) a disallowance 
of $1,159,419 from a total of $2,111,794 
claimed as interest during construction; 
(5) a disallowance of $72,558 from a 
total of $273,529 claimed as taxes dur- 
ing construction. 
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ABOUT A MILE OF CONTINUOUS REFLECTORS housing 1,260 fluorescent lamp units provide 50-ft..candle intensity on the work- 


ing plane of this defense plant utilizing machine tools under conditions requiring uniform high visibility for production. 


Fixtures 


are of Miller Co. design and are sectionalized in 30 170-ft. rows on 10-ft. centers with 10-ft. mounting heights, the room area being 
300 ft. long x 170 ft. wide, with a 25-ft. ceiling over inside and 15-ft. ceiling over outside bays 
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Overbuilt Systems 
Discussed at P.E.A. 


Reaction subsequent to the present 
superficial boom will necessitate a pe- 
riod of adjustment in which “cutting 
to the bone” will be the rule for utili- 
ties which by then will have been un- 
avoidably overbuilt, Alex Wilson, man- 
ager of transmission and distribution, 
Philadelphia Electric, told the trans- 
mission and distribution committee of 
the Pennsylvania Electric Association 
in Philadelphia last week. Everything 
done now to conserve materials by sub- 
stitution and salvage will be doubly 
effective in helping defense and antici- 
pating the inevitable readjustment. 

Specifically discussing defense, M. M. 
Devorris (Altoona) recommended fluid- 
ity in equipment facilities; several mem- 
bers reported formation of internal 
priority boards within their companies. 
W. H. Jones (Philadelphia) reported 
builders are asked to get priorities for 
materials needed for service extensions 
to houses under construction. Potomac 
Edison is already using No. 6 S.W.G. 
galvanized steel conductor in lieu of 
copper, said C, C. Moler. 

Several suburban installations of unit 
substations and self-supporting cable 
were viewed by the committee. These 
are controlled by 104-ke carrier from 
Morristown substation actuating the trip 
and reclosure (under load) and spring- 
rewinding of a sectionalizing group of 
34.5-kv., 400-amp. Line-Material verti- 
cal air-break switches. 

It was announced that the Pennsyl- 
vania State Highway department is re- 
quiring three reflector buttons facing 
trafic on all exposed poles located 
within 8 ft. of the traffic slab. 

Several instances of small conductor 
burndowns at connector junctions with 
larger through-trunk wires were dis- 
cussed. In so far as corrosion is a 
factor, J. G. Charest (Hazelton) advo- 
cated generous use of red lead. 

As usual, opinion was divided on the 
efficacy of series capacitors. There were 
satisfied supporters, but the skeptics in- 
sisted that the installations have to be 
tailored, once in cannot be forgotten 
and if for voltage betterment may not 
have adequate current capacity, and vice 
versa. 


Georgia Copes with 
Material Scarcity 


Due to the difficulty of securing cer- 
tain material and equipment necessary 
to daily operations, Georgia Power Com- 
pany has taken measures to cooperate 
fully with the defense program while at 
the same time continuing to render 
service. 

Purchasing 


and stores department 
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has urged employees to exercise special 
care to examine all material removed 
from service for possibilities of its fur- 
ther use. 

A dwindling supply of watt-hour me- 
ters led to a company roundup of dis- 
connected meters. About 600 meters 
were secured which were fit for service, 
and those added to deliveries of 309 
from manufacturers gave the company 
909 meters, compared to normal require- 
ments of 1,400 meters per month. 

A temporary shortage appeared in re- 
pair switches for electric ranges and in 
gas used for refrigeration. 


Oklahoma REA Unit Will 
Serve New Army Camp 


Rural Electrification Administration, 
acting upon behalf of the KAMO Elec- 
tric Co-operative, with headquarters at 
Vinita, Okla., has negotiated an agree- 
ment whereby that co-operative will sup- 
ply electric power for an army camp 
now being constructed near Neosho, 
Mo. 

According to an announcement by 
Harry Slattery, Rural Electrification 
Administrator, facilities which will be 
built to provide service to the army 
camp can also be used to deliver power 
from the government-financed Pensa- 
cola Dam, across Grand River in Okla- 
homa, to farmer-owned electric distri- 
bution systems in the area. “These fa- 
cilities,” Mr. Slattery said, “will serve 
not only in the military emergency, but 
will provide the means for tremendous 
social and economic improvements in a 
wide four-state area when the emer- 
gency ends.” 


MEETINGS 


International Association of Electrical Leagues— 
Sixth annual conference, Raleigh Hotel, Wash- 


ington, D. C., November 12-14. O. C. Small, 
secretary, 155 East 44th St., New York, N. Y. 


American Society of Agricultural Engineers—Fal| 
meeting, Stevens Hotel, Chicago, Ill., Decem- 
ber 1-3. Raymond Olney, secretary, St. Jo- 
seph, Mich. 

Exposition of Chemical Industries—Grand Central 
Palace, New York, N. Y., December 1-6. 


National Association of Manufacturers—Congress 
of American Industry, Waldorf Astoria Hotel, 
New York, N. Y., December 1-5. 

American Institute of Electrical Engineers— 
Southern district, St. Charles Hotel, New Or- 
leans, La., December 3-5; winter convention, 
New York, N. Y., January 26-30. H. H. Henline, 


aren secretary, 27 West 39th St., New York, 


Petroleum Electric Power Association—Annual 


conference, Baker Hotel, Dallas, Tex., Decem- 
ber 4-5. K. K. Kreamer, Petroleum Electric 
Power Association, Houston, Tex. 


Louisiana Engineering Society—Annual meeting, 
St. Charles Hotel, New Orleans, La., January 
9-10. J. K. Mayer, secretary-treasurer, Suite 422, 
St. Charles Hotel, New Orleans, La. 

American Society of Heating and Ventilating 
Engineers—Annual meeting, Philadelphia, Pa.., 
January 26-30. A. V. Hutchinson, secretary, 51 
Madison Av., New York. 

International Heating & Ventilating Exposition— 
Biennial exposition, Commercial Museum, Phila- 
delphia, Pa., January 26-30. 
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Accident Prevention 
Activities Intensified 


Plans for intensifying and broaden- 
ing accident prevention activities of the 
electric utilities in cooperation with the 
national defense effort were made by 
the Accident Prevention Committee of 
the Edison Electric Institute at a series 
of meetings held last week in New York. 

While the utility industry has a rec- 
ord of high achievement in accident 
prevention, safety activities will be in- 
tensified, the committee announced, and 
the service of the safety departments 
and trained personnel of utility con- 
cerns will be offered in community ef- 
forts to conserve men, money and ma- 
terial as an aid to the national emer- 
gency safety program initiated last 
month on call of President Roosevelt. 

George Diehl of Baltimore, chairman 
of the accident prevention committee, 
appointed sponsors to Carry on special 
research for the committee. 


Range Curtailment 
to Depend on Models 


A simplified form of electric range, 
smaller than present models and minus 
many of the controls and special cooking 
features which characterize present 
standard and deluxe models, has 
reached the discussion stage between 
OPM and electric range manufacturers. 

A program curtailing electric range 
output by 50 percent has been worked 
out by OPM, but, manufacturers said. 
OPM officials indicated a disposition 
to reconsider such drastic reductions if 
the industry would turn its efforts to 
production of simpler ranges. 

A similar situation arose when the 
Tennessee Valley Authority procured 
such a range for its residential custom- 
ers and the industry has been producing 
ranges priced at $40 to $50 for special 
housing projects, 

It is known that OPM has under con- 
sideration plans for producing numer; 
ous “streamlined” low-cost products 
such as automobiles, but this is the 
first time OPM has indicated it might 
increase quotas if’ non-essentials weré 
eliminated by manufacturers. 


Larger Units Available 


De Laval Steam Turbine Co. an+ 
nounced last week that it is now pre- 
pared to supply direct-connected turbo- 
generators in sizes from 4,000 to 15,000 
kw. The generators will be manufac- 
tured by Crocker Wheeler Electric 
Manufacturing Co. 
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Where service continuity is concerned, the right re- 
closing fuse cutout at strategic points on the line 
offers the economical solution. 


L-M Reclosing cutouts have for years proved their 
reliability in giving economical protection. They are 
built for dependable service. They are easily installed, 
readily coordinated with other protective equipment. 


All L-M Reclosing Cutouts feature time- delay mech- 
anisms. L-M was first with this valuable feature that 
reduces the chance of unnecessary fuse link blowings. 


All L-M Reclosing Cutouts have only two operat- 
ing positions of the cartridges, IN or OUT; there are 
no levers to pull, no auxiliary mechanisms to cock. 
Cartridges can be replaced in any sequence without 

momentary service interruptions. 


There is the right L-M reclosing cutout 
for any service requirement. Your L-M rep- 
resentative will be glad to suggest the one 
best suited for your job or write for com- 
plete technical information to Line Material 
Company, Milwaukee, Wisconsin. 


LINE MATERIAL COMPANY 
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MORE DEFENSE POWER—Western Mas 
double-circuit transmission trunk line 


facilities serving Springfield industrial 
hydro and steam pla 


COMBINE POWER AND AIR—To add to speedy production of Boeing Flying Fortresses, 60-ft. 
lengths of looped flexible cable are paired to carry air and power to tools on spar drill tables. 


By suspending the lines from pulleys on 50-ft. wires two tables are served with a single tool set-up 


***POWER FOR DEFENSE --- 
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E INDUSTRY 


IN PICTURES 


MILLION-VOLT X-RAYS— Babcock & 
Wilcox uses new million-volt portable 
General Electric X-ray device to in- 
spect equipment in pit; 5-in. steel plate 
can be radiographed in about five 
minutes with million-volt X-rays, 3-in. 
plate in only 48 seconds. Similar ma- 
chines are used in four defense plants 
and two Navy yards 


nies rush new 110-kv. 

ecticut Valley power 

m connections between LIGHTNING TRAP — Mon- 

ate tana Power Co., Anaconda 
Copper Mining Co. and 
Westinghouse utilize 585-ft. 
high smelter stack at Butte, 
Mont., as means for light- 
ning studies. Twenty ver- 
tical l-in. copper rods 5 ft. 
long are mounted in a cop- 
per ring 60 ft. in diameter at 
top of stack. Two copper 
cables lead to fulchrono- 

graph at base 


<—_—— 

DEFENSE DISPLAY BY 
UTILITIES — Public utilities 
at Eastern States Exposi- 
tion, Springfield, Mass., dis- 
played products for army 
and navy use manufactured 
with the aid of power 
supplied Maine, New Hamp- 
shire and Vermont indus- 
tries by subsidiaries of New 
England Public Service Co., 
with illustrations of major 
hydro and steam plants op- 
erated by this management 





Portrait of a Heliophile’ 


A prize example of how Anaconda research benefits both 


American industry and national defense 


EN THOUSAND feet high in the 

Chilean Andes, you can get an awful 
sunburn...and so can cables. At that 
height, the actinic rays of the sun play 
“hob’’ with cable coverings. 


Awhile back, Chile Exploration Com- 
pany got sick of the “hob” and gave 
our research engineers the job of mak- 
ing a cable that could lie in the broiling 
sun day after day without cracking and 
failing. So, we made Sunex Securityflex’, 
a cable that defies the sun 10,000 feet 
high in the mountains and with equal 
defiance faces the rough and tumble 
conditions of mining 3,000 feet below 


the surface of the earth. 


This kind of research has produced 
wires and cables that today are vital to 
national defense. As a result, the power 
transmission and distribution in war- 
essential plants is at a higher capacity, 
performing more dependably and eco- 
nomically. These are advantages indus- 
try can have as well. Perhaps not now, 
but, surely, when the emergency ends. 

tReg. U. S. Pat. Off. 

ANACONDA WIRE & CABLE COMPANY 

General Offices: 25 Broadway, New York City 
Chicago Office: 20 North Wacker Drive 

Subsidiary of Anaconda Copper Mining Company 

Sales Offices in Principal Cities 41878 


PE 
"ARE THE Lire ines OF OM* 


This familiar trademark 
identifies Anaconda 
products. It symbol- 
izes the best efforts 
of man and science. 


* Borrowed from the Greeks: 
helios (sun) and philos (love of 


an 


ANACONDA WIRE AND CABLE 
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Output Continues 
to New Peak Levels 


The amount of electrical energy dis- 
tributed by the electric light and power 
industry for the week ended Saturday, 
November 1, was 3,338,538,000 kw.-hr. 
according to the Edison Electric Insti- 
tute. This is the highest output for all 
time and continues the record-breaking 
output trend which began in mid-July. 

At the same time there was some 
acceleration in the rate of gain, which 
amounted to 15.8 percent. 

Characteristically, the Pacific Coast 
showed a _ lower-than-average gain, 
amounting to 12.4 percent, as pumping 
load for irrigation usually declines at 
this period of the year. Output in the 
Rocky Mountain region continued the 
fluctuating changes of the past two or 
three months. 

The Southern States figures will be 
watched more carefully to note the ef- 
fect of the power rationing program. 


Weekly Output, Millions Kw.-Hr. 


1941 1940 1939 
Nov. | 3,338 Nov. 2 2,882 Nov. 4 2,608 
Oct. 25 3,299 Oct. 26 2,867 Oct. 28 2,622 
Oct. 18 3,273 Oct. 19 2,838 Oct. 21 2,576 
Oct. I! 3,315 Oct. 12 2,817. Oct. 14 2,583 
Oct. 4 3,290 Oct. 5 2,792 Oct. 7 2,554 
Sept. 27 3,233 Sept. 28 2,816 Sept. 30 2,558 


Percent Change from Previous Year 


Week Ending 


—— 








Nov.!| Oct. 25 


Oct.18 
New England... +17.7 +17.5 +-14.0 
Mid-Atlantic +12.2 +12.2 +12.6 
Central Industrial +18. +17.4 +-17.8 
West Central. +17.5 +16.5 +17.5 
Southern States. +-16.4 +17.9 +-17.0 
Rocky Mountain. +17.7 +11.9 +18.4 
Pacific Coast "1124 °%484 *+ 9.3 
Total United States.. +15.8 +15.1 +15.3 
“Percentage should be higher — data under 
revision. 


Billions of Kw.-Hr. 
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Energy Production 
Advances 20.4% 


Electric energy produced for public 
use in September totaled 14,150,603,000 
kw.-hr., an increase of 20.4 percent over 
production in September, 1940, accord- 
‘ng to a report issued by the Federal 
Power Commission. 

\verage daily production of electric 
energy for public use in September 
reached a new all-time high of 509,014,- 
000 kw.-hr., an increase of 1.7 percent 
over average daily production during 
the previous month. Production by 
water power in September amounted to 
3,979,704,000 kw.-hr., or 28.1 percent 
of the total output for public use. 

The report showed the effect of 
drought conditions on production by 
hydro-electric plants, particularly in the 
New England and South Atlantic re- 
gions, for which decreases of 30 percent 
and 50 percent. respectively, were 


shown for September, as compared with 
September, 1940. 

For the twelve months ended Septem- 
ber 30, total production was 158,893,- 
000,000 kw.-hr., an increase of 14.5 per- 
cent over the similar period last year. 

Capacity of generating plants in 
service in the United States on Septem- 
ber 30 totaled 42,957,036 kw., a net 
increase of 267.785 kw. over gener- 
ating capacity reported in service on 
August 31. 


Coal Consumption Lower 


Coal consumption by electric power 
plants was 5,848,140 tons in September, 
1941, a decrease of 84,896 tons from the 
August, 1941, consumption. Of this 
total 5,595,645 tons were bituminous 
coal and 252,495 tons were anthracite. 
These are decreases of 0.8 percent and 
12.8 percent respectively. August had 
one additional day. Total stock of coal 
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on hand at electric utility power plants 
on October 1, 1941, was 12,954,117 
tons, an increase of 5.6 percent as com- 
pared with September 1 and an increase 
of 3.4 percent as compared with Octo- 
ber 1, 1940. 


Dedicates Diesel Plant 


Some 5,000 celebrants observed Diesel 
Day October 30 at Fennimore, Wis., in 
observance of the dedication of the 
city’s new $85,000 Diesel electric gen- 
erating plant. Speaker of the occasion 
was Orland S. Loomis, former state 
attorney-general and first director of 
rural electrification in Wisconsin. The 
new plant will probably be put into 
operation about November 28. Basil 
Miller, formerly an electrical mainte- 
nance man at the Gisholt Machine Co. 
plant in Madison, will be general su 
pervisor of the new plant. 
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EWS ABOUT PEOPLE 


R. F. Pack of Minneapolis 
to Resign Presidency 


Robert F. Pack is resigning the presi- 
dency of Northern States Power Co., 
Minneapolis, Minn., but has indicated 
his willingness to remain as chief execu- 
tive of the company until December 31, 


1942, to give the stockholders, through 
the directors, opportunity to select his 
successor. Mr. Pack has agreed to be 
available in an advisory capacity. fol- 
lowing his resignation. 

“While fully appreciating Mr. Pack’s 
natural desire to be relieved of the 
many responsibilities falling upon this 
company’s chief executive, your direc- 
tors prevailed upon him to delay his 
retirement from this position until dis- 
posal of certain matters which he is now 
personally directing.” 
stockholders stated. 

Mr. Pack, who is 67 years of age. 
joined the Minneapolis General Elec- 
tric Co. in 1912, serving as general man- 
ager until 1916. From that year until 
1931 he was vice-president and general 
manager of the Northern States Power 
Co., and since 1931 he has been presi- 
dent and general manager of both com- 
panies. 

In the course of his career Mr. Pack 


notice to the 
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has made outstanding contributions to 
the electric light and power industry, 
not only as one of its most progressive 
executives, but also as an active partici- 
pator in the affairs of its representative 
engineering associations. After a period 
of active service on its various commit- 
tees, he was elected president of the 
National Electric Light Association in 
1926. Before coming to this country. 
Mr. Pack had been secretary and gen- 
eral manager of the Toronto Electric 
Light Co. from 1891 to 1912. He was 
elected to the presidency of the Cana- 
dian Electrical Association in 1912. Mr. 
Pack has also been an active member 
of the American Institute of Electrical 
Engineers. 


> Frep C. Woop has been appointed 
manager of the air-conditioning depart- 
ment of the York Ice Machinery Corp., 
York, Pa. He will devote his attention 
to the application of industrial air condi- 
tioning to such vital defense production 
as aircraft manufacturing plants, blast 
furnaces, industrial processing, labora- 
tories, testing rooms and _ precision 
manufacturing, in addition to regular 
civilian air-conditioning requirements. 
He entered the York corporation as a 
student engineer in 1928. 


> WittiAm S. YOUNGMAN, Jr.. general 
counsel of the Federal Power Commis- 
sion, has resigned. RicHarp J. CONNOR 
has been designated as his successor. 
Mr. Youngman has served as general 
counsel since April, 1940. He engaged 
in private legal practice in Boston for 
five years beginning in 1933, and before 
going to the Federal Power Commission 
in 1940 he served as counsel for the 
National Power Policy Committee and 
as chief counsel of the pawer division 
of the Public Works Administration. 
Mr. Connor has been with the commis- 
sion since 1937, first as an attorney and 
during the past three years as assistant 
general counsel. 
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Tacoma Utility Elects 
Lause Vice-President 


Announcement has been made of the 
appointment of E. M. Lause as vice- 
president and general manager of the 
Washington Gas & Electric Co. in Ta- 
coma, succeeding T. E. Roach, who re- 
cently became assistant to the president 
of the Pacific Power & Light Co. Mr. 
Lause brings to the Washington Gas & 
Electric Co. the experience of more 
than 20 years in the utility field. 

Starting in the utility field in 1920 
with the Albert Emanuel company, he 
was sent after a short time to West Vir- 
ginia, where, until 1925, he was vice- 
president and general manager of the 
Williamson Electric Co. He then joined 
the Kansas Electric Power Co. in the 
capacity of sales manager. 

In 1931 Mr. Lause went to Charles- 


ton, W. Va., as vice-president and gen- 
eral manager of Southeastern Gas and 
affliated companies, and in 1936 was 
transferred to Toledo, Ohio, as presi- 
dent and general manager of a number 
of subsidiary companies of Ohio Service 
Holding Corp. For the past two years 
he has been a special representative of 
Loeb & Eames, Inc., operating electric 
and gas properties in the Middle West. 
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Executives Take Office 
Under New G.E. Program 


In connection with a major change 
in the General Electric Co.’s organiza- 
tion, five new vice-presidents have taken 
ofice (ELEctRICAL WorLp, November 1, 
page 109). 

Chester H. Lang, who has _ been 
placed in charge of defense activities, 
will also continue as manager of ap- 
paratus sales. He joined the General 
Electric Co. in 1919 as a traveling 
auditor, and three years later was made 
assistant manager of the publicity de- 
partment. He served as comptroller of 
the budget from 1926 to 1932, when he 
became advertising manager and man- 
ager of radio broadcasting. Mr. Lang 
served for two years as president of the 
Advertising Federation of America and 
later as chairman of its board. Last 
year Mr. Lang was made apparatus 
salés manager and shortly afterward 
was also named chairman of General 
Eléetrie’s defense co-ordinating com- 
mittee, 

David C. Prince, now president of the 
American Institute of Electrical Engi- 
neers, has been placed in charge of 
application engineering, apparatus de- 
partment. He joined General Electric 
in 1913, leaving in 1914 to serve with 
the Public Utilities Commission of Ili- 
nois. In 1919 he began work with Dr. 
E. F. W. Alexanderson, G.E. radio pio- 
heer, anid in 1923 was transferred to the 

research laboratory. He became re- 
search engineer of the switchgear de- 
partment in Philadelphia in 1929 and 
in 1931 was named head of the engi- 
heeriny department. In 1940 he became 


1. C. H. Lang 


2. D. C. Prince 


3. H. A. Winne 


4. E. D. Spicer 


5. W. R. G. Baker 



































































manager of the commercial engineer- 
ing department. Mr. Prince has 78 
patents to his credit. 

Harry A. Winne, who is now in 
charge of design engineering, apparatus 
department, joined General Electric in 
the testing department immediately 
after graduation from Syracuse Uni- 
versity in 1910. Subsequently he served 
in the power and mining engineering 
department, as head of the steel mill 
section of the industrial engineering 
department and as manager of sales of 
the combined mining and steel mill sec- 
tion. In 1937 he was named assistant to 
the vice-president in charge of general 
engineering operations. 

Elmer D. Spicer, now in charge of 
manufacturing, apparatus department, 
was chief engineer and factory man- 
ager of the Kerr Turbine Co., Wells- 
ville, N. Y., before joining General 
Electric in 1924. In 1925 he was placed 
in charge of the insulator and carbon 
brush department, the following year 
becoming superintendent of the radio 
department, In 1927, after the company 
began the manufacture of refrigerators, 
he was made superintendent of the 
refrigerator department, where he re- 
mained until 1929, when he was ap- 
pointed assistant works manager in 
Schenectady. In 1934 he was made 
Schenectady Works manager, a position 
he held until last May, when he was 
named assistant to the vice-president in 
charge of general manufacturing 
operations. 

Walter R. G. Baker, one of the coun- 
try’s pioneers in radio, has been made 
vice-president in charge of radio and 
television. He joined G.E.’s research 
laboratories in 1917. In 1924 he took 
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charge of designing all radio products, 
and two years later was given complete 
charge of development, design and pro- 
duction. In 1939 he became manager of 
the radio and television department. 


OBITUARY 
Charles E. Norris 


Charles E. Norris, general counsel 
of the Westchester Lighting Co., Mount 
Vernon, N. Y., died, of a stroke, in 
Watertown, N. Y., November 1 while on 
a visit. For several years Mr. Norris 
had been president of the Northern 
New York Utilities, Inc., vice-president 
and secretary of Niagara-Hudson Power 
Corp., and executive of other utility 
companies in New York, resigning these 
positions in 1935 to engage in the prac- 
tice of law in Watertown. A lawyer 
by profession, Mr. Norris became iden- 
tified with the Carlisle interests in 1925 
when he was elected president of F. L. 
Carlisle & Co., Inc. Previous to becom- 
ing active in Carlisle companies he 
often represented them in legal mat- 
ters. Mr. Norris had been general coun- 
sel for the Westchester Lighting Co. 
since 1937. He was born in Port Ley- 
den, N. Y., 65 years ago. 


> J. Srrutuers Dunn, founder of 
Struthers Dunn., Inc., Philadelphia 
manufacturer of Dunco relays and 
timing devices, died on October 11, fol- 
lowing a long illness. Mr. Dunn had 
not been active in the business for a 
number of years. 


Pm Witttam N. MAxwe tt, for the past 
22 years field engineer of the Aluminum 
Company of America, died suddenly at 
Huron, S. D., October 27, as the result 
of a heart attack. He was 61 years of 
age. Mr. Maxwell, who was widely 
known in utility transmission construc- 
tion circles throughout the country as 
a specialist in the erection and opera- 
tion of aluminum transmission conduc- 
tors, had been engaged in various 
phases of high-voltage power transmis- 
sion construction since 1902, Born in 
Spokane, Wash.. in 1880, Mr. Maxwell 
was superintendent of transmission con- 
struction for the former Phoenix Util- 
ities Co., an Electric Bond & Share 
subsidiary, from 1913 to 1917, when he 
lett to serve the government in a con- 
struction supervisory capacity during 
the first World War. He joined the or- 
ganization of the Aluminum Company 
of America as one of its first two field 
engineers in 1919 and had served in 
that capacity as a consultant in the use 
of aluminum transmission cable since 
that date. 
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ANUFACTURING-MARKETS 


Refrigerator Sales 
Rise in September 


Domestic sales of household electric 
refrigerators to distributors and dealers 
by eleven manufacturers in September 
totaled 153,014 units, according to the 
report issued by the National Electrical 
Manufacturers Association. 

This compares with 104,454 units in 
September, 1940, and 251,621 units in 
August, 1941. For the nine months 
ended September 30 domestic sales 
amounted to 3,000,765 units, compared 
with, 2,265,138 units for the similar 
period of 1940. 

Canadian sales in September totaled 
3.615 units, compared with 2,960 units 
last year; for the nine-month period 
they amounted to 52,370 units, against 
53,914 for the similar period of 1940. 
Other foreign sales in September totaled 
8,307 units, compared with 6,432 units 
last year; for the nine-month period 
they amounted to 105,909 units, com- 
pared with 68,163 units for the similar 
period of 1940. 

World sales in September totaled 
164,936 units, compared with 113,846 
units in September, 1940. World sales 
for the nine-month period amounted to 
3,159,044 units, compared with 2,387,- 
215 units for the similar period of 1940. 


Westinghouse Plant 
Doubles Facilities 


An immediate 100 percent increase 
in the company’s output of lighting 
equipment urgently needed for the na- 
tion’s air defense and factory produc- 
tion lines is now assured with comple- 
tion of three new buildings at the West- 
inghouse Lighting Division in Cleve- 
land, Ohio. 

The expanded plant is now geared to 
turn out daily more than 25 3-ft. airport 
beacons, in addition to floodlights, 
boundary lights and auxiliary night fly- 
ing aids. Production of marine, indus- 
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trial and commercial lighting equip- 
ment is doubled. Eleven hundred em- 
ployees are now on the division’s pay- 
roll—twice the number at the start of 
all-out defense production. 


Manufacturers Make 
Sales Assignments 


Standard Transformer Co., Warren, 
Ohio, has announced the appointment 
of C. J. Reilly, 4829 Woodward Avenue, 
Detroit, Mich., as its agent in the De- 
troit area. Mr. Reilly has been active 
in this section for more than 20 years. 
He will handle the complete line of 
Standard transformers in Detroit and 
surrounding towns. 

Control Corporation, Minneapolis, 
Minn., has appointed the J. E. Redmond 
Company, Phoenix, Ariz.. as its repre- 
sentative for the sale of its products in 
the state of Arizona. The company has 
also appointed Urban N. Halliday, Den- 
ver, Colo., as its representative in the 
states of Colorado, Wyoming and Utah. 


NEMA Talks Priorities 
at Washington Meeting 


A conference on priorities sponsored 
jointly by the Office of Production Man- 
agement and NEMA brought more than 
100 electrical manufacturers to Wash- 
ington on October 31. An all-day pro- 
gram was held on the priorities system, 
with separate discussion on compliance, 
field organization, the repair and main- 
tenance order, iron, steel and copper, 
the Defense Supplies Rating Plan and 
other phases of this pertinent subject. 

Mason Manghum, head of the OPM 
Industrial Contact and Education Unit, 
was chairman of the meeting. He 
stressed the need for close cooperation 
between industry and government in 
the emergency and the importance of 
electrical manufacturing in the war 
program. E. O. Shreve of General 
Electric, retiring president of NEMA, 
asserted that the large attendance was 
one more proof of the electrical manu- 
facturers’ earnest desire to fulfill their 
obligations in the period of national 
emergency. 


EDISON CLUB MEETING—More than 150 engineers of Wisconsin Electric Power Co.'s 
Edison Club were guests recently of Allis-Chalmers Manufacturing Co. to learn of new 
developments in unit substations. C. D. Brown and W. E. Gundlach (above) look over 
transformer slide rule shown by Allis-Chalmers vice-president L. H. Hill (in center) 
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Allis-Chalmers Net 
Totals $1,781,216 


Allis‘Chalmers Manufacturing Co. 
reports for the third quarter of 1941 
a net income of $1,781,216, or $1 a 
share, on 1,776,092 no-par shares of 
common stock outstanding at the close 
of September, after provision of $3.000.- 
000 for federal income and excess prof- 
its taxes. The net income for the third 
quarter of 1940 was $1,159,638, or 65 
cents a share, after providing $1.061,- 
000 for federal income taxes. 

Billings amounted to $37,091.110 and 
orders booked $44,478,496 in the third 
quarter, which compare with billings 
of $22,846,714 and orders booked for 
$30,946,321 in the 1940 third quarter. 

For the nine months of 1941 the net 
income was $4,170,793, or $2.35 a share, 
after provision of $4,765,000 for federal 
income and excess profits taxes, as com- 
pared with $3,769,396, or $2.12 a share, 
in the similar period of 1940 after 
providing $2,101,000 for federal income 
taxes. Billings for the nine months were 
$86,089,811, compared with $66.543.316 
last year, an increase of 29 percent: 
orders booked for the nine months to- 
taled $128,867,055, or 64 percent, over 
the $78,530,846 bookings in the same 
period of 1940. Unfilled orders on hand 
September 30, 1941, totaled $102.532.- 
533. 

The first quarter earnings, it was 
pointed out, were affected seriously by 
the strike, which practically suspended 
all production at the West Allis works 
76 days and greatly reduced results 
for the nine-month period ended Sep- 
tember 30 by reason of large unabsorbed 
manufacturing burden and other ex- 
penditures, 

Other manufacturing companies re- 
porting earnings include the following: 

NaTioONAL Pore & Treatinc — Nine 
months to September 30, net profit, $161.- 
249, contrasted with net loss of $27.348 
last year; net sales, $1.499,022. against 
$1,047,449, . 

_Coprerwetp Steet—Nine months to 
September 30, net earnings, $1,224,093, 
equal, after preferred dividends, to $2.21 
each on 514,864 shares of common stock, 
compared with $798,737, or $1.38 a share, 
last year. Earnings for this year are after 
deduction of $787,747 for federal and state 


income taxes and $1,250,588 for federal 
excess profits tax. , 


SS 


New York Metal Prices 


Nov. 4,'41 Oct. 28,'41 
Cents per Cents per 


Pound Pound 
Copper electrolytic...... 12.00* 12.00* 
lead, A. S. & R. Price... 5.85 5.85 
Antimony ET Cer Tee # 14.00 14.00 
Nickel, Ingot.......... 35.00 35.00 
BE Se Sinib mca eas 8.64 8.64 
Tin, Straits . 52.00 52.00 
Aluminum, 99 percent... 15.00 15.00 


"Delivery Connecticut Valley. 
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Field Reports on Business 


Increasing acceleration of the defense program keeps industrial activity 
moving at a rapid pace. Demand for electrical equipment continues to increase 
because of defense orders and extensive expansion of industrial plants. 
Prospects jor continued buying in the electrical market are favorable. Priorities 
Division, OPM, has eased copper use ban. 


CHICAGO 


Increasing pressure from the defense pro- 
gram keeps industrial activity in this area 
moving at a record pace. The pinch on 
non-defense civilian goods production be- 
comes greater as the swing toward all-out 
defense production takes in a widening 
range of materials. Wholesalers at the Mer- 
chandise Mart reported a 10 percent decline 
in portable lamp sales during September 
from August, but an increase of 32 percent 
over a year ago. 

The demand for electrical equipment 
continues to climb steadily, however, be- 
cause of direct defense orders as well as 
large scale expansion of industrial plants. 
Nearly all manufacturers are forced to 
limit orders exclusively on a priorities basis. 
Defense Plant Corporation last week certi- 
fied construction of a $40,000,000 electric 
alloy steel plant for the Republic Steel 
Co. in South Chicago. Carnegie-Ilinois 
Steel Corp. also announced it will build 
two additional electric furnaces at the Chi- 
cago works as soon as the necessary elec- 
trical equipment can be secured. These 
and other projects under construction or 
planned for the near future will bring the 
total steel plant expansion program for 
this district to approximately $100,000,000. 

Industrial Truck Statistical Association 
reported record sales of electric trucks for 
September. Bookings totaled 494 units, 
compared with 227 in the previous month 
and 154 in the same month last year. 

Defense contracts for electrical equip- 
ment placed here last week included Rus- 
sell Electric Co.. dynamotor units, $127.- 
739, and Automatic Transportation Co., 
electric trucks. $10,410. 


NEW ENGLAND 


New England industries are receiving de- 
fense program orders in large volume and 
increasing their backlogs at a rate con- 
siderably above their capacity. The pros- 
pect for continued steady buying in the 
electrical market is very favorable; expan- 
sion of plants and factories under the 
lease-agreement provisions is general 
through this area and presages an encour- 
aging trend toward a further addition to 
utility generating plants, as well as stimu- 
lating the buying of a wide range of in- 
dustrial electrical equipment. 

During the past week OPM orders placed 
in this district were numerous in a classi- 
fication of awards aggregating $150,000 up. 
Large machine tool contracts involving mo- 
tors and control were awarded to nationally 
prominent builders in this area. Brown & 
Sharpe received an order for $263,125 
worth of grinding machines and $230,690 in 
vises and tools, Fellows Gear Shaper sold 
$53,120 in machine tools, Jones & Lamson 
received an order for $109,620 and Heald 
Machine one for $146,995—all typical 
of a strong trend. An order for fuel pumps 
amounting to $1,320,877 was placed with 
Chandler-Evans Corp., Meriden, Conn. 

Watertown Arsenal is to build a new 
laboratory at a cost of $250,000; Hood 
Rubber Co., Watertown, has received a 
contract to furnish $269,280 worth of lami- 
nated jars, and manufacturers of special 
electrical control and communication ap- 
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paratus are well booked. Floodlighting for 
airport runways is moving ahead; new 
projects which require electric lighting and 
directional control include new construction 
at Houlton, Presque Isle, Me., and Fitch- 
burg Municipal Airport. 


NEW YORK 


Despite actual shutdowns and threats of 
others, combined with the tight position of 
scrap and pig iron, the steel industry is 
estimated to have operated last week at 
approximately 97.5 percent of rated capac- 
ity, up 1 point from the week before. 

Defense officials are studying methods for 
tiding over non-defense manufacturers who 
face stoppages because of materials short- 
ages. Some manufacturers have been able 
to obtain a limited amount of scarce ma- 
terials to complete an order, but there 
has been no general policy. Non-defense 
construction next year will be reduced to 
approximately $2,000,000,000, against $6.- 
000,000,000 for the current year, according 
to estimates by SPAB statisticians. 

As a result of recommendations by the 
OPA, prices on the 1942 lines’ of electric 
refrigerators will be practically unchanged 
from the last prevailing lists on current 
models, according to present indications. 

Priorities Director Donald M. Nelson 
announced an amendment to the copper 
conservation order M-9-C this week, by rul- 
ing that copper sheet, strip and screen for 
building construction may be manufac- 
tured at reduced rate until end of year. 
after which manufacture is barred. 


PACIFIC COAST 


Transmission and distribution line ma- 
terial is in heavy demand for such work 
as 354 miles from The Dalles, Ore., the 
Warwick area, serving REA customers: 
$98,257 award for distribution system to 
serve Victorville Air Corps station in south- 
ern California; $85,836 award for con- 
struction of the Phoenix to Tucson trans- 
mission line; $40,398 award for Los An- 
geles steel towers, and 18,000 insulators, 
1.500 poles, mainly 55 ft.; 2,200 crossarms 
and 200 miles hollow copper wire for the 
Parker Dam system. 

Interior construction material will be 
needed for such housing work as 700 dwell- 
ing units, costing $2,100,000, for Seattle, 
plus a $2,330,000 school program in adja- 
cent Bremerton, mainly to serve the Navy 
Yard personnel; a $1,412,420 award cover- 
ing 600 units for Long Beach; $2.500,000 
for 560 dwellings in Las Vegas and Boulder 
City, to serve new magnesium plant near 
Boulder Dam, and 85 units costing $311,000 
at Pendleton, Ore. 

Boulder plant bids for two 115,000-hp. 
turbines and an 82,500-kva. generator will 
be opened early this month. Westinghouse 
received a $430,000 award for turbo-alter- 
nators for Pearl Harbor, and I-T-E at $273,- 
374 was low for buses for units 7, 8, 9 and 
10 at Bonneville. General Electric supplied 
the 720-hp. main driver motor for Colum- 
bia Steel’s new large rod mill at Pitts- 
burg, Cal., with its 10,000-kva. additional 
load. 
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Utility Security Prices Move Downward 


PRICE TRENDS OF 
ELECTRIC UTILITY 
SECURITIES 


Common Stocks 
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Electric light and power stocks continued to move downward during the past week— 


“Electrical World” index, 21.5: last week, 22.1; last year, 29.7. 


Bonds dipped from 


105.7 to 105.6: last year, 106.0 


SEC Figures Capital 
of Virginia Company 


Senior securities in an amount not to 
exceed $34,541,000 could be issued by 
Virginia Public Service Co.. it was re- 
ported last week to the Securities and 
Exchange Commission by its 
utilities staff. 

Principal amount of first mortgage 
bonds would not exceed $22,819,000. 
principal amount of serial notes would 
not exceed $4,689,000 and par value of 
preferred stock issue would be limited 
to $7,033,000. according to the report. 
“In this connection” continued the re- 
port, “the staff has tentatively concluded 
that senior securities in these amounts 
would be reasonably adapted to the 
capital structure and, assuming reason- 
able interest and dividend rates, would 
be reasonably adapted to the earning 
power of Virginia.” 

The SEC last August had ordered 
hearings under the capital simplifica- 
tion provisions of the Holding Com- 
pany Act. The company and Associated 
Gas & Electric Corp. discussed with the 
SEC staff the possibility of formulating 
a refinancing plan for the company. 

Later the company asked the SEC 
staff for its views regarding a capital 
structure which would fit into the pro- 
visions of the holding company act. 


public 


Federal Hydro Projects 
Up 250% in First Half 


Contracts awarded on electrification 
projects financed from federal funds 
in the first half of 1941 were valued 
at $32,546,640. as compared with $22.- 
368,089 in the same period a year ago, 
a gain of 45 percent, according to the 
Bureau of Labor Statistics. Of the 
1941 total, regular federal appropria- 
tions accounted for $32,386,802. 
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Contracts awarded on hydro-electric 
power plants financed from federal 
funds in the first half of this year were 
valued at $3,899,239. as compared with 
$972,897 in the corresponding period 
of last year, an increase of 250 percent. 
Public Works Administration funds 
financed the 1941 projects. as in 1940, 

Total value of all contracts awarded 
was $2.761,487.782 in the first half of 
1941, against $895.745.469 in the like 
period of 1940. 


U.G.L. Reduces Dividend 


Directors of the United Gas Improve- 
ment Co. have declared a dividend of 
15 cents a share on the common stock. 
The company paid 20 cents a share in 
the three preceding quarters of this 
year and 25 cents a share previously. 
The company said increased taxes ac- 
counted for the decision to lower the 
dividend rate. For the full year of 1941. 
it was stated, the increase in taxes of 
subsidiary companies alone. applicable 
to United Gas Improvement, — will 
amount to $4,600.000, or roughly 20 
cents a share. 


Utility Reports 
Net Income 
1941 1940 

*Carolina Power & Light....$3,378,527 $3,360,594 
*Commonwealth & Southern 

i eee 11,878,000 
*Cons. Gas Elec. 

(Baltimore) eae 
*Florida Power & Light... 2,673,466 
*Dallas Power & Light..... . 2,071,335 
*Houston Ltg. & Pwr........ 3,056,629 
*Montana Power and subs 3,448,678 
*Pennsylvania Pwr. & Lt...... 7,865,153 
*Southern Calif. Edison...... 12,398,363 
*Texas Electric Service....... 1,141,233 
*Texas Power & Light.. . 1,912,027 
*Utah Power & Light and 

subs. ; : ; ars 
*Washington Wtr. Pwr. and 

sub. aah peewee 


13,446,679 


6,674,367 
2,402,357 
1,849,796 
2,854,420 
4'302.833 
8,872,44| 
12,088, 140 
1'535,038 
1,951.58! 


. 1,896,449 1,836,950 


1,895,053 2,983,302 


* Twelve months ended September 30. 
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Reorganize Service Unit: 
Staver Elected Head 


Trustees of the Associated Gas & 
Electric Corp. have announced the elec- 
tion of L. D. Staver as president of the 
Atlantic Utility Service Corp., mutual 
service company in the Associated sys- 
tem, and the removal of the company’s 
home office from New York to Reading, 
Pa. The revision of the corporation’s 
administrative staff is part of the plan 
for segregation of managing and serv- 
icing functions in the Associated Sys- 
tem. 

Mr. Staver, who was formerly ad- 
ministrative vice-president, was among 
the first men employed by the trustees 
when they became responsible for the 
Associated System in bankruptcy pro- 
ceedings. Other officers elected were 
R. M. Girard, comptroller, and E. G. 
Hagaman, secretary and _ treasurer. 
H. L. Buckley, M. G. Davis, E. M. Gil- 
bert and E. D. Sibley remain as vice- 
presidents, while Ernest J. Howe, Car- 
lyle E. Yates and Alex Speer resigned 
from that office. 


Decides for Investors 


About $280,000 of uncollected inter- 
est, principal and dividends due or de- 
clared on securities of Associated Gas & 
Electric Co. before the company went 
into receivership belongs to the security 
holders and not to the estate of the com- 
pany, Louis B. Wehle, special master. 
declared in a recent recommendation 
submitted to United States District 
Court Judge Vincent L. Leibell, who 
is supervising 
company. 


reorganization of the 


Issue $38,000,000 Bonds 


Public offering of $38,000,000 first 
mortgage, series A, 3%@ percent bonds 
of the Central Illinois Public Service 
Co., was made last week. The bonds. 
which mature in 1971, were offered at 
107 and accrued interest. Proceeds from 
the sale of the bonds, together with 
company funds, are to be used to retire 
at 10534 first mortgage, series A, 3°4 
percent bonds, due in 1968, to the 
amount of $38,000,000. 


Utility Gets Injunction 


Iowa-Nebraska Light & Power Co. 
Lincoln, Neb., has been granted an in- 
junction by the federal court against 
the city of York, annulling the issu- 
ance or delivery of bonds by the muni- 
cipality for the construction of a pro- 
posed municipal electric light and 
power plant. 
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General Electric Gets 
DPC Authorizations 


Announcement has been made that 
DPC has authorized the execution of 
a lease agreement with General Elec- 
tric Co. to provide for the construction 
and equipment of a plant at Fort 
Wayne, Ind., at a cost of $25,011,838, 
to be used in the production of air- 
craft equipment. DPC has also au- 
thorized the execution of a lease agree- 
ment with General Electric providing 
for the acquisition of machinery for 
plants at Fort Wayne, Ind., and Phila- 
delphia, Pa., at a cost of $774,735, 
to be used in the manufacture of air- 
craft equipment. 

These commitments are in addition 
to previous authorizations — totaling 
$40,432,362 to the General Electric 
Co. for plants at Erie, Pa.; West Lynn 
and Everett, Mass., and Schenectady, 
N. Y., to be used in the manufacture 
of aircraft and naval equipment. 


N. Y. Office of OPM Moves 


Division of Priorities. OPM, has 
moved its New York office from 33 
Liberty Street to 25 Broad Street. P. L. 
Salussolia is acting district manager. 
The division of contract distribution 
(formerly the defense contract service ) 
remains at 33 Liberty Street. 


Electric Furnaces for 
New Republic Steel Mill 


OPM has recommended immediate 
construction of the first steel mill in 
the country to produce alloy steel using 
electric furnace operation from ore to 
ingot. The plant will be at South Chi- 
cago, operated by Republic Steel Co., 
and will have a capacity of 504.000 tons 
of alloy ingot annually. 

Both power and trained production 
forces are available at the site for the 
plant, OPM said in recommending the 
plant for government financing. It will 
take something less than a year to build. 


New Bonneville Awards 


Procurement Office, Bonneville Ad- 
ministration, Portland, Ore., has award- 
ed a contract to Phelps-Dodge Copper 
Products Co., New York, N. Y., at 
$348,674, for quantity of copper con- 
ductor cable and accessories for Coulee- 
Bonneville transmission system (Cir- 
cular 2208). An award was also made 
‘to Cornell-Dubilier Electric Corp., 
South Plainfield, N. J., at $133,416 for 
Capacitors for power substation at 
Longview, Wash. (Circular 2220). 





Sales Opportunities 


Reppinc, Catir.—Bureau of Reclamation, 
Denver, Colo., receives bids until Novem- 
ber 18 for two fixed-wheel gates, each 
19.5 x 24.9 feet, and two hydraulic hoists, 
for installation in diversion tunnel, Shasta 
Dam, Central Valley project, Calif. (Speci- 
fications 1009). Equipment will be in- 
stalled by government. 


Detroit, Micu.—Vickers, Inc., 1400 Oak- 
man Boulevard, manufacturer of hydraulic 
pumps, valves, etc., plans installation of 
motors and controls, transformers and ac- 
cessories, switchgear, duct lines, fluo- 
rescent lighting system, conveyors, electric 
hoists and other equipment in new local 
plant for production of aircraft materials 
for government. It will comprise a main 
one and multi-story unit, and several auxil- 
iary buildings. Cost estimated at $8,591,000 
and fund in that amount will be secured 
through Defense Plant Corporation, Wash- 
ington, D. C., a federal agency, for project. 
Work is scheduled to begin soon. 


CENTRALIA, ILL.—Illinois-lowa Power Co., 
Monticello, Ill., plans new 69,000-volt trans- 
mission line from Collinsville to Centralia, 
about 60 miles. Connection will be made 
with power substation near first noted 
place, where increased capacity will be 
carried out. 


Baton Rouce, La.—Gulf States Utili- 
ties Co., Beaumont, Tex., has completed 
plans for proposed addition to steam-elec- 
tric generating station at Baton Rouge, 
and work is scheduled to begin this month. 
Installation will include a 25,000-kw. tur- 
bine-generator unit and accessories, high- 
pressure boiler with rating of 500,000 Ib. 
of steam per hour and auxiliary equip- 
ment. Also will enlarge switchyard and 
make extensions in transmission lines, 
power substations and switching stations. 
Completion is scheduled late in 1942. En- 
tire project is estimated to cost about 
$2,300,000. 


Benson, Minn.—Stevens Big Stone Co- 
operative Power Association, Benson, has 
plans under way for new steam-electric 
generating station for power supply for 
rural electric system. Estimates of cost are 
being made. Financing will be arranged 
through federal aid. General Engineering 
Corp., 2944 Cedar Avenue, Minneapolis, 
Minn., is consulting engineer. 


Yakima, WAsu.—Yakima County Public 
Utility District, Yakima, Frank Bennett, 
executive secretary, plans extensions in 
transmission lines, including a number of 
underground circuits. Work will be car- 
ried out in 1942. Burns & McDonnell En- 
gineering Co., 107 West Linwood Boulevard, 
Kansas City, Mo., consulting engineer, has 
been retained for this and other work to 
be carried out in year noted. 


MarysvaLe, Uran—Kalunite, Inc., 81 
Navajo Street, Salt Lake City, Utah, pro- 
ducer of raw materials, plans installation 
of motors and controls, switchgear, in- 
terior and exterior lighting systems, duct 
lines, conveyors, loaders, electric hoists and 
other equipment in new mills for produc- 
tion of alumina for government on sites 
near Marysvale and Lehi City, Utah. 
respectively. Each will consist of a group 
of one and multi-story production units, 
equipped for a rated output of about 5,000.- 
000 lb. per annum, with storage and dis- 
tributing buildings and auxiliary structures. 
It is proposed to use central station service 
and power substations will be located at 
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respective plant sites for transmission line 
connections for power supply. Entire proj- 
ect will cost about $2,000,000. Fund in 
that amount will be secured through De- 
fense Plant Corporation, Washington, D. C., 
a federal agency, for land, buildings and 
machinery. 


Granp CouLere, WAsH.—Bureau of Rec- 
lamation, Denver, Colo., receives bids until 
November 19 for three 150,000-hp., vertical- 
shaft hydraulic turbines and three oil-pres- 
sure, actuator-type governors for regulating 
speed of turbines, for Units L-7, L-8 and 
L-9, Grand Coulee hydroelectric power 
plant, Columbia Basin project (Specifica- 
tions 1013); also, at same time, for three 
penstock coaster gates, each 15x 29.65 
feet, same project (Specifications 1010). 
Until November 25 for hydraulic hoists for 
three penstock coaster gates noted (Speci- 
fications 1012). Equipment in all cases will 
be installed by government. 


Davin City, Nes.—Butler County Rural 
Public District, David City, has plans near- 
ing completion for extensions in primary 
and secondary lines in parts of Butler 
County, totaling about 48 miles, with serv- 
ice facilities. Financing is being arranged 
through federal aid. Jesse C. Geiger, Co- 
lumbus, Neb., is consulting engineer. 


Muncie, Inp.—Indiana General Service 
Co.. Muncie, plans new power substation 
in vicinity of Anderson, in connection with 
transmission line extensions. Cost reported 
close to $60,000. 


Baton Rouce, La.—Ethyl Gasoline Corp., 
Baton Rouge, manufacturer of tetraethyl 
for high-test gasoline manufacture, plans 
installation of motors and controls, switch- 
gear, transformers and accessories, duct 
lines, conveyors, electric lighting system 
and other equipment in new additions to 
plant for production of hydrochloric acid, 
to be used as a substitute for chlorine in 
plant processing. Also will make extensions 
in refrigerating system and other operat- 
ing divisions. Work will require close to 
12 months for completion and is estimated 
to cost close to $2,400,000. Executive of- 
fices are at 405 Lexington Avenue, New 
York, N. Y. 

Lexincton, Ky.—Kentucky Electric Gen- 
erating Co. has been organized as a sub- 
sidiary of Kentucky Utilities Co., Lexing- 
ton, to carry out power project at Tyrone, 
and on which work will begin at once. 
Plant will have capacity of 25,000 kw., 
and will be operated by new subsidiary 
mentioned. Cost estimated close to $4,000.- 
000. 


Electrical Sales Spurt 


Sales gained 44 percent in Septem- 
ber over the same month a year ago for 
2,924 wholesalers, according to data re- 
leased by the Department of Commerce, 
Bureau of the Census. While this 44 
percent spread over last September is 
greater than any other year to yeal 
changes recorded in the six years in 
which this study has been conducted. it 
is interesting to note that the electrical 
goods and machinery, equipment and 
supplies group reported sales more than 
80 percent above September, 1940. 
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EW EQUIPMENT 


Arc Welder 


New d.c. arc welder has been designed 
for use in fabricating bright-surfaced, thin 
gage metals, such as aircraft tubing (SAE- 
4130) which has a wall thickness of 35 


"Strikeasy'’ d.c. arc 
with ‘or without running gear. General Elec- 
tric Co., Schenectady, N. Y. 


welder: size, 150 amp 


mils. Features include its “pep” or extra 
high instantaneous recovery voltage (40 
to 60 volts); a tap switch and a rheostat 
for rapid, accurate adjustment of welding 
current. It may be used with a remote- 
control device for reducing the current. 
Isothermic relays are furnished to guard 


against operation on harmful overloads. 


Luminaire 


New street lighting luminaire of a con- 
cealed light source type has a_ prismatic 
glass reflector protected by a steel hous- 
ing. Reflector can be removed for clean- 
ing. In outward appearance and design it 
is substantially the same as the company’s 
Spherolite luminaire. 


Prismalite'' luminaire: available or sym- 
metric, asymmetric or four-way lighi distribu- 
tion with lamps up to and 500 


including 500 
watts or 10,000 lumens. Line Material Co., 
Milwaukee, Wis. 
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Valves 


Atkomatic'' high 


and I'/ in.: 


pressure valves: sizes /2 
I, for standard currents, auto- 
matic and remote control. E. C. Atkins & 
Co., Indianapolis, Indiana. 


Standard line of the company’s valves 
for pressures up to 300 lb. has been sup- 
plemented with a line of bronze, packless. 
high-pressure valves for operating pres- 
sures up to 3,000 lb. Seat diameters can be 
furnished up to full pipe size. Some timing 
control can be obtained on opening and 
closing speeds, when used on liquids. 


Switch 


Lever type switch is designed for posi- 
tive action and has contact assemblies 
which are limited to nine contact springs 
per pile-up, 18 springs per position or 36 
springs per switch. It may be changed from 


ies 410I'' lever switch: contacts, 10 and 
20 amp. 0 volts, a.c. n ductive. Don- 
ald P. Mossman, Inc., 602! N. Northwest 


tighway, Chicago 


one way to two way, and from locking to 
non-locking, and vice versa. by changing 
or adding to the position of the stops. 


Electrodes 


welding of aluminum. 


Cc r 1eS r spo 
Progressive Welder Co., Detroit, Mich. 


New electrodes are fitted with inserted 
tips of an alloy said to have several times 
the resistance to mushrooming and pick-up 
of conventional electrode materials. Tips 
may be secured in virtually any type of 
standard or special electrode shape de- 
sired. 
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BUYING ELECTRICAL EQUIPMENT?— 
McGraw-Hill’s Electrical Buyers Reference 
is a convenient place to look first for 
manufacturers’ product data, names and 
addresses. 
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Motor-Baking Unit 


Portable unit designed for motor-baking 
by near infra-red energy consists of two 
major parts, each with four banks of 


Model MBU-832-QR 
uses 32 Para-Sphere 
lamps, total load 8 kw. 


Corp., Fostoria, Oh« 


motor-baking — unit: 
reflectors and 250-watt 
Fostoria Pressed Steel 


lamps and reflectors mounted on flexible- 
arm frame. The unit is completely wired 
and will accommodate parts up to 37 in. 
in diameter. 


“Refrigerated Welding” 


Refrigerating units for resistance welders; 
three sizes; respectivel for ‘(1) a single 
aluminum welder, (2) two welders, (3) a bank 
of four welding machines. Progressive Welder 
Co., 3050 East Outer Drive, Detroit, Mich. 


A line of self-contained refrigerating 
units is designed for use with resistance 
welding equipment in welding aluminum 
and stainless steel. to keep welding point 
cool at the point of contact. Units are pro- 
vided with thermostatic control, dehydrator, 
heat exchanger, pump. etc. In most cases, it 
is claimed, they can be installed by dis- 
connecting the water lines to the electrodes 
and coupling the unit inlet and outlet 
connections to the electrode water piping. 


Terminal Lugs 

By additions to the company’s line ol 
terminal lugs. the self-locking type has 
been made available with a variety ol 
flanges—round, square with one or more 
bolts, straight or angle, or side-formed, In- 
serted conductor is tightened with a socket 
wrench. 


© to 


"Vi-Tite"’ terminal lugs; sizes from No. § 
ewe cir.mil. Penn-Union Electric Corp. 
rie, Pa. 
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